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696(016)   Bibliog. of Gas Engineering.

Cripps (F. 8.). The earliest works on
gas lighting [to 1840]. 18 p. Jour, of Gas
Lighting, 1907.                            Z7914.L3

Repr. from the Journal of Gas Lighting,
v. 98, pp. 513-516. Gives English works only.

Sheffield Public Library. Catal. of
books in the central libraries on the gas
industry. 20 p. Sheffield, Leng, 1926.

Z7914.G2

Includes general works on fuel and fuel
analysis, gas works practice, industrial gases, gas
engines, thermo-chemistry, thermo -dynamics,
coal tar and wood distillation, and crude inter-
mediate products.

699(016)   Bibliog. of Shipbuilding.

U.S. Library of Congress. List of refs.
on shipping and shipbuilding. 303 p.
Wash., 1919.                               Z6834.S5